Attachment to Independent Case Review Report 
For CDRU # 812 Case file # 95-H0-288871 . 



Material Examiner Malone (RQ ) 



Remarks : 



CRM - 2895 



INDEPENDENT CASE REVIEW REPORT 



Independent Review conducted by: _ 



Area(s) of Expertise: _ 

Review commenced at: f i$T<Ofi (Time) , ? / /*/ / ?? (Date) 
Fi!e#: #S~- 3 %W7 f 

Laboratory #(s): 7 30 2*2-. 



Examiner(s) & Symbols 



Reviewed Nol Reviewed 

□ 



Reviewed Not Reviewed 
□ □ 



□ 

□ 



□ 

o 



□ 
□ 



O 
□ 



Materials Reviewed 



Trial testimony transcripts) of: 

Testimony Datc(s): 

Laboratory Report(s): 

Laboratory Number: _ 

Laboratory Number: 



.Pages:. 



Laboratory Number: 

Examiner Bench Notes of: AuQ u^iCfXiMfj Tecum icH>*i 

Laboratory Number: _ 

Laboratory Number: 

Laboratory Number: 
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Dale: rffcr Jt . 

. Date: 

Date: 



r.RM - 2896 



Was any other material reviewed? cs □ No 

If yes. please identify and/or describe the material: ^Su ftMiT-n^ A6er0cy LeTU-ft O/hTcTj JqaJC tl. ^j 



File*: 



Results of Review 

Item or Specimen H Reviewed: 



Review of Laboratory Report(s) and Bench Notes: 



Note: Numbered comments arc required below or on 
additional pages for any "No" or "Unable to Determine" Responses 



1) 



2) 



Did the examiner perform (he appropriate tests in a scientifically acceptable manner, based on the methods, 
protocols, and analytic techniques available at the time of the original cxamination(s)? 

□ Yes o No BUnable to Determine 

Are the examination results set forth in the laboratory rcportfs) supported and adequately documented in the 
bench notes? □ Yes b'No □ Unable to Determine 



Review of Testimony: 



Note: Numbered comments arc required below or on 
additional pages for any "No" or "Unable to Determine" Responses 



sr^Transcript not available. 

3) Testimony consistent with the laboratory report(s)? 

4) Testimony consistent with the bench notes? 

5) Testimony within bounds of examiner's expertise? 



□ Yes □ No □ Unable lo Determine 

□ Yes □ No □ Unable to Determine 
a Yes o No □ Unable to Determine 
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9 ami/ 



Comments 
(Set forth by above question #, if applicable. 
Use "Additional Comments" Sheet, if needed) 

jj&fiTS A-jLtr AHff OATcD ^ fltte~ f/J fe-AKtc fi/i/b A££~ aJOT /AJiriHtMvT> fry 
~f<4iT TtrCrtA/lcif>*3, / t+*r A/UtH&tV- Of f44ifl~ AJAit,A6LtT AA/b &7l/yn/AS£Q 

CLpn-ntuh , V7fdK.tr /j-fi-iT a feus (TtLAeuiurs i*l ri+tr fljortrs, 

(\ C^fil p)/?WtfT/JAJ OP TritT ti/Ut/L LtmPfiAtSt,*} LUIS ApfiA/LirjJTt-y 

Tyoes toox SfSctFy KjJ hat 3 specimens uJg£.r &xAmtJ<ST>, 

Review completed at: f - L Z04 (Time) , flW / $f (Date) 
Total time spent conducting review (to nearest 1/4 hour): <k /lo"- 1 " 

I hereby certify that I conducted this review in an independent unbiased manner and that the results of my review arc 
fully documented on this report consisting of a total of 3 ,p pages. 




(Signature) (Date) 
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